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E mergency Water Reservoir 

The town of Vsetin (H 49- 20o E 16-00). population about 15.QOQ. 
emergency water reservoir 


i^ad an 

Built and 


w m w - * — -XJUJ.XW, O-iJLU. 

utilized during World War it was located in one of the side street squares? 
it was of cement construction, approximately 20 x 10 a, in size, about two 
cetera daep^ with side walls of 45-degree angles* During World War IX it 
was kept filled*. When the regular water supply lines were inoperative, due 
to bombing or some other cause, water for fighting fires was drawn from 
there# After the war, this reservoir remained empty# However, in spring ^ 

of 1954 it was refilled with water, a board fence, approximately two meters ^ 
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all such emergency reservoirs in the town were 


a swimming pool was to be constructed at the MEZ plant in 
taetin for the use of the employees. Rumors had it that it was also to 
gerva as another emergency water reservoir. 
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Organizat ion of glTj.l^aa Defense (CO - Cirilni obra n a) at HEZ„ Yaetin 


was also a fire fighting^™ and warfare « rou P- *SeM 

535? ~ g“lrM^‘Xr k 

~ noti£ied_to attend such meetings by indi rl dnal notices. 
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fighting and f ir.t .id! ° h ** ioal *“ d >»=t»rlologloal warfare, fir. 
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